Tms |■eDor !S required &> iav. i" USC 2': 43, Fa'lui-e tc report according to the regulations can 
result n ar orae* to ceasa and desist and to oe suDject to penalties as provided for in Section 21i 

See attached form for 
additional mft^mation 

Interagency R«>cxt Cemtre^ No. 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 74-R-0071 

CUSTOIHSR NUMBER: i 455 

FORM APPROVED 

Om NO 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Texas 

Health Science Center At San Antonio 
7703 Floyd Curl Dr 

San Antonio, TX 78229 


FY 2007-2008 

Telephone: (210) -567-6166 



1 3. REPORTING FACtLITY { Ust at! l<xattor»s where animals were housed or used in actual research, testing, or exoefimentafion. or held for these purposes. AttacJt addifional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) * See Atached Listing 


j REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A 1 | 

A. 

Aninuiis Covered 

By The Antmal 
Welfare Regulations 

B. Number of animal 
being brec. 
conditioned, or 
held for use in 
teaching, testing, 
expenments. 
research o' 
surgery but not y€ 
used for such 
purposes 

C. Number of 
animals upon 
which teaching, 
research, 
expenmenis. o-' 

tests were 

conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs 

D . Number of animals upon 
which expenments. 
teaching, research, 
surgery, or tests %vere 
conducted involving 
accompanying pain or 
distress to the animals an 
for which approimate 
anesthetic, analgesic or 
tranquilizing drugs were 
used 

E. Number of animals upon which teaching, exp^mente, 
research, surgery or tests werc conducted involving 
accompanying pain or distress to the animals and fty wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, rcs 
or interpretation of the teaching, research, exp^ments. 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress rn these animals and the reas; 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4, Dogs 



15 


15 

F Cats 


4 



4 

e Guinea Pigs 

24 

257 


281 

Hamsters 

40 

27 


67 

6 Rabbits 


20 

221 


241 

9. Non-human Primates 


180 

77 


257 

10 Sheeo 



17 


17 

1t, Pigs 


1 

54 


55 

12 Ferrets 

10 



10 

Goats 


43 


43 

Gerbils 

42 



42 

Peromyscus Mice 

24 



24 

Naked Mole Rats 

813 



813 

Damara Mole Rats 

48 



48 

1 ASSURANCE STATEMENTS | 


1 Professtonaliy aa»Dta&l€ standards gcvwing the care, treatment, and use of animafs. including aopropnate use of anestetic. analgesic, and tranquilizing drugs, pn^ to. dunng, and following actual re&i 
leaching testing, surger>' or excehmentation were followed by this research faDlity 


2 iiacn -nvej.tigato' has considered attsmatives tc painfui procedures. 

3 "n s raciiity -s adnenng ic the standards and regulations unde' the Act. and it has required that exceptions to the standards and regulations oe specified and explained by the pnndpai in>^tigator and ap 
I 'stitutionai An>mai Care and Use Committee : lACUCi. A summary of all such axceptkms is attached to this annuai report. In addition to identifying the lACUC-appnjved exertions. »hs summary inc 
One" exDiar-aticn o‘ me exceptions, as well as the species and number of animals affected. 


4 : ne attending veter nanan •o-- this research facility has appropnate autnonty to ensure tne provision of adequate vetennary care and to oversee the adequacy other aspects of animai care and use. 


1 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


(b)(6), (b)(7)(c) 

1 NAME S TITLE OF C E.O. OR INSTITUTIONAL OFFICIAL ( Type or Prim ,) 

(b)(6), {b)(7)(c) 

DATE SIGNED 


r 88). whfC^T is obsc^e.) 


^OV 1 4 










